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he wanted, for during several days after lie
suffered so much from sickness of stomach aa
to be unable to leave his room.

It is a fortunate circumstance that among
the monuments of antiquity which have escaped
the spoiler's hand, at Athens, are some of a
character so singular that if they had perished
(and a touch might have destroyed them)
nothing would have remained to give us an
idea of what they had been. One of these is
the "Lantern of Demosthenes ;" another is the
well-known "Temple of the Winds," a small
octagon tower of exquisite proportions, the
alternate sides of which are graced with pro-
jecting porches supported by pillars, while aloft
the'eight Winds expand their wings, floating
forward with refluent hair, and holding in their
hands the urns of benignant dews and showery
influences, by which the seasons are tempered
to the use of man. This building, ^Mch con-
tained a water-clock in communication with tho
fountain Clepsydra, was originally surmounted
by a Triton revolving on an axis, and sustaining